PART  I                       CAVALCADE                    SCENE  8

side, on the other balcony.

The music swells as the band passes directly under-
neath them. As it begins to die away COOK bursts into
tears.

JANE :    Five kings riding behind her.
JOE :    Mum, she must have been a very little lady.
The lights fade.

PART ONE :    SCENE VIII
Principals: ROBERT, JANE, DUCHESS OF CHURT, MAJOR
DOMO
SCENE : The Grand Staircase of a ILondott house. The
bead of the staircase is down stage. The stairs
descending downwards and out of sight. Behind the
well of the staircase, can be seen between columns,
the beautifully decorated ballroom in which an orchestra
is playing the popular waltzes of the day and people
are dancing. The Ball is in full swing.
TIME :    About np.m. Thursday, May itfh, 1903.
When the lights go up, the full splendour of a typical
"Edwardian Ball should, if possible, burst upon the
audience.
On the right and left of the staircase a balustraded
balcony leads to the ballroom at the entrance of which
FOOTMEN stand with programmes to band to the
guests.
The DUCHESS OF CHURT stands near the head of
stairs.
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